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In  this  church  the  top  of  the  Altar  a  relic  of  the 
first  church  on  this  site  is  inserted  in  the  top  of 
the  present  Altar  and  is  still  in  service.  Services 
began  February  15th.  1736.  Chapel  built>n"|7.38. 
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